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John Gonczi, 

Tobacco Institute of Australia, 



Glenn Eggleton, 
Clayton Utz, 


Dear John & Glenn, 


RE: WORKSAFE WORKPLACE SMOKING POLICY 



Enclosed is a revised draft of the Discussion Paper from EWG. 

As John and I have discussed, Glenn will be instructed to prepare a re-draft of this document. 
I will provide my thoughts to Glenn regarding this project. 

Best regards, 

GREGORY L. FOWLER 


c.c. D. Davies 
J. Hargrave 
R. Hodgson 
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